GROUND  #4. 


BASS  ROSSER,  Sworn  for  the  State.  I  have  examined  the  stenographer's  report  of  the  trial  of  the  case 
of  State  vs.  Leo  M.  Frank.  Same  comprises  seven  large  volumes,  written  on  legal  cap  paper,  and  covers 
3,  647  pages. 


